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TOP SEGRET 


25X1A 
es ¢ 7: 


25X1A 


225+: 


ALFA SPACE A-1@@3 BRAVO 32591713 665 1649Z/ 33381190 689 172@2Z/ 
34900508 699 UNK/ 34999829 695 185@Z/ 34379817 695 19 9Z/ 
34419500 697 2005Z/ 34181180 740 2O31Z/ 33401619 7B 21927/ 
37431556 700 2133Z/ CHARLIE PHOTO NAVIGATION TRACKER DELTA ON 

CLIMB LGT 264 PA AND 639 TO 649 PA, LGT 3493 685 PA. LCT 3499 
699 PA, ON DESCENT MDT 349 PA, MDT TO SEVERE ON DESCENT 169 
PA ECHO UNKNOWN EXCEPT ON CLIMB 379 425 PA AND ON DESCENT 319 
TO 369 PA, FOXTROT TRACKING CAMERA DID NOT RPT NOT OPERATE, 
GOLF NO RPT NO RESTRICTIONS HOTEL SAME AS ts 


25X1A 


UNKNOWN JULIETT AFTER REMOVAL OF CAMERA EQUIPMENT IT WAS NOTED 
THAT TRACKING CAMERA FUSE WAS BLOWN SHORTLY AFTER TAKE OFF. 


‘TOP SEGRE! 


ca ABORT ion 
Approved For Release 2000/05/31 : CIA-RBP% 1R000600010004-0 


